66 MOTEL 
Holbrook, Arizona 

2 Miles East of Center of Town Phone 524-3558 
24 Units • Individual Panel Ray Heating and Air 
Conditioned • Wall-to-Wall Carpeting • Tub^JsT 
and Showers Combined. Restaurant Open 
Hours. 

Mr. & Mrs. H. S. Harvey, Owners 
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